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Notes on Sewage Disposal. Baldwin Lathan, M. Inst. C. E, (Abstract
of Presidential Address delivered before the Association of Managers
of Sewage Disposal Works.) December 21, 1905.
What. Methods are Most Suitable for Disposal of Sewage on the Atlantic
Coast? George W. Fuller. (Address before New Jersey Sanitary
Association.) January 25, 1906.
Combined Septic Tanks, Contact Beds, Intermittent Filters and Garbage
Crematory, Marion, O.    R. Winthrop Pratt.    Feb. 22, 1906.
The Sewage Disposal Plant at Downers Grove, Illinois.    W. S. Shields.
(Paper read before the Illinois Society of Engineers and Surveyors.)
February 8, 1906.
Report of Sewage Purification Experiments at Columbus, O.    March 29,
1906.
Review of the History of the Septic Tank. J. W. Alvord. (Reprint
from Proceedings Illinois Society of Engineers and Surveyors.) Aug-
ust 2, 1906.
The Trickling Filter at the Sewage Experiment Station of the Massa-
chusetts Institute of Technology. C. E. A. Winslow and Earle B.
Phelps. August 16, 1906.
Report of a London Engineer on Sewage Disposal at Toronto, Ontario.
September 6, 1906.
The Influence of the Saline Constituents of Sea Water on the Decompo-
sition of Sewage. J. E. Purvis and C. J. Coleman. (From Journal of
the Royal Sanitary Institute.) October 11, 1906.
A Method for Testing and Comparing Sewage Sprinklers. Earle B.
Phelps. (From the Sanitary Research Laboratory and Sewage
Experiment Station of the Massachusetts Institute of Technology.)
October 18, 1906.
Fungus Growth on Experimental Percolating Sewage Fillers at Water-
bury, Conn. Leo. F. Rettger. November 1, 1906.
The Treatment and Disposal of Sewage. John D. Watson, M. Inst. C. E.
(Abstract of paper read before the Incorporated Sanitary Association
of Scotland.) November 1, 1906.
Residential Septic Tanks. Burton T. Ashley. (Abstract from "Sewage
Disposal without Sewers," read before the American Society of
Inspectors of Plumbing and Sanitary Engineers.) January 31, 1907.
Sewage Disposal at Chicago and Vicinity. Rudolph Hering and George
W. Fuller. (Report to the International Waterways Commission.)
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